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‘State as the result of a $14,320,000 loan approved today by the 
al Electrification Administration, the U.3. Department of Agriculture 


pun ed today, It was the largest single loan in the l4-year history of 


Ay, 


Approved to the Old Dominion Power Coonerative of Chase City, Va., 


“REA borrower, the loan will finance the construction of a generation 


“y 


secifically, the loan which bears 2 percent interest wills 
1) Provide $6,526,000 for construction of & 34,500 KW stean 
ng plant on the James River near Scottsville, Virginia, 


(2) Provide $7,794,000 for construction of 888 miles of new trans- 
Mosel, 


The power cooperative will acquire and continue to operate 


e transmission and generating facilities now owned and operated 


mds allocated for the construction of the Scottsville steam plant. 


In the last few days officials of the commercial power companies 


rginia rivers. 


In commenting on the most recent offer of the power companies, 


and chairman of the Virginia State Cooperative Power Use Committee, 


said that because of the nature of the proposals, plus the suppliers’ 


known unfavorable attitude toward cooperatives and the unsatisfactory 


One of the main difficulties in the past, Mr. Long said, has 


n the inability of the cooperatives to cbtain enough power from 
tablished suppliers. In addition to insufficient quantities, the 


ce was at times characterized by low voltage and other unsat- 


7s 


actory operating conditions. 


Mr. Long said that one of the important factors in the new 


ivery of power in ample quantities to meet the expanding needs of 
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‘the cooperatives. “Mr. Long, however, recalled the company's testimony 


o the Federal Power Commission lagt summer when the company sought 


hat time, less than four months ago, the company said its net capacity 


was about 10 percent below the required needs of its customers. - 
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he co-op demands for more power grow, additional hydro power 

1 ‘be obtained from other projects to be developed in the Roanoke, 
pahannock, and James river basins. 

In addition to the Buggs Island project, construction is also 

er way on the Phillpot Dam located on the Smith River. Besides 

e, Congress authorized in the Flood Contral Aet of 1944 the develop- 


, au. fi 4 } 
nt of nine other projects in the Roanoke River Basin. These would 
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Metrote, : Randolph, Stuart, and Schoolfield. 
o _ The 11 cooperatives panded together two years ago to study means 


solving their power suppiy at aan A survey was made by the group 
Bement dams in Vieginia. The present plan is the result of that 
The power plant at Buggs Island, the cooperatives learned, could 


. be used by them for all power requirements but was ideal for 


As a result of their studies, the cooperatives 


eaking purposes. 


: The new transmission system will span most of the State, and 
ae to Buggs Island, its lines will tie in ‘yith the proposed 
droelectric power plants at Salem Church on the Rappahannock River 
1a Gathright on the Jackson River, when those projects are completed. 
athright has received Congressional authorization but as yet no 
funds have been appropriated for its construction. The Salem Church 
evelopment is under survey. 

| The Scottsville site for the steam plant was chosen because of 


° central location in the State. It is situated 65 miles from the 


nd 102 miles from Buggs Island. The fact that Scottsville has good 
railroad facilities for the movement of coal to the plant also entered 
into its selection. 

| Resides the Shenandoah Valley Co-op, members of Old Dominion 

| Craig-Botetourt Electric Cooperative, New Castle; Virginia 
lectric Cooperative, Bowling Green; Southside Electric Cooperative, 
row; Northern Neck Electric Cooperative, Warsaw; Central Virginia 


‘lectric Cooperative, Lovingston; B-A-R-C Electric Cooperative, Millsboro; 
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